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05/31/2011 


Thomas Costello 

Assistant District Attorney, Suffolk County 
Dear ADA Costello, 

Enclosed is the infonnation you requested in regards to Conunonwealth Included are 

copies of the following: 

1. CuiTiculum Vitae for Aimie Dooklian & Stacey Desjardins. 

2. Dnig Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Stacey DesJardins was the custodial chemist and performed the preliminary testing and net weiglit 
for this sample. Aimie Dookhan was the confirmatory chemist and analyzed the GC/MS data for 
tins sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dooklian 
Chemist 11 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Anuie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist LII. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws, 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
puipose of drug analysis, 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst I. n. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instioimentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectres. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 
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Desjardins 

stacey.feiden@state.ma.us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science-Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 
Chemist I 

Massachusetts Department of Public Health; Jamaica Plain. Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope. Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, slate, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire State Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation 1 and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry I, II, 
and 111, Biochemistry, Advanced Inorganic Chemistry 
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To be completed by ECU personnel only 


Name and Rank of Submitting Officer < 


Received by 


BPD Form 0038-BIS-0907 (prev. 1753) 





_ ID# 


ECU Control # 
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No. 


Date Analy2ed;0*^- 2 8- tiD 
City; Boston D.C.U. Police Dept. 

Officer; P.O. Roseanne Atkins-Tyler 
Def; 

Amount; 16.0 Subst;TAB 

No. Cent; i Cont; pb 


Date Rec'd; 06/25/201^ No. Analyzed: 

Gross Wt.: 7.68^ Net Weight; U j ^ G 

# Tests: \SUS 


‘oapre.acrp'a\r\j2. 




o 


DRUG POWDER ANALYSIS FORM 


SAMPLE » 


AGENCY Bcerton 


No. of samples tested: 


ANALYST 
Evidence Wi 



PHYSICAL DESCRIPTION: 5\C\nCC\ ^ btClltCl 

\ij> oranc^t \\tiaopx\Q\ labs 

- C\Qa 5 > b 



Gross Wt ( ): 
Gross Wt ( ): 


Pkg. Wt;_ 

NetWt: U.l8n 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcfvstalllne Tests 

Gold 

Chloride_ 

TLTAi_J__ 

OTHER TESTS 

m\cromgde.x 


PRELIMINARY TEST RESULTS 

RESULTS tuiprtnor^U \r\c 

DATE Q-2D'\D 


GC/MS CONFIRMATORY TEST 

RESULTS biiprfnorphia f 

MS 

OPERATOR AoIj _ 

PATE 


Revised 7/2005 
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MICROKIEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 
Suboxone 

Regulatory-Status: Schedule 111 

Ingredients 

Active-ingredients; Buprenorphine - 8 MG 
Naloxone - 2 MG 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 30 

Contact: Reckitt Benckiser 
Product ID: 6370996 
AAPCC Code: 200625 - Buprenorphine 
Registry Number: NDC 12496-1306-02 
Physical Description 

Imprint: N8; Sword Logo 
Form: Tablet 
Colon orange 
Shape: Six-sided 

Images for NDC 12496-1306-02 



Images for NDC 12496-1306-02 


9/20/2010 


http://www.thomsoiilic.coiTi/hcs/iibrarian/PFDefaultActionId/p£PrintReady 


Folk OIG_PRR_048640 



MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 2 of 2 



© 1974- 2010 Thomson Reuters. All rights reserved. 


♦ 


♦ 


http://www.thomsoiihc.com/hcs/librarian/PFDefaultActionId/pfPrintReady 


9/20/2010 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\SYSTEM4\09 

ASD 

28 Sep 2010 00:38 

BLANK 
SLD 
2 

WSCREEN 

RTE. 


27 10\745456 



jAbundarice 
35000| 


5000i 


Ov 





|r!me-> 2.6 o 4.00 6.b0 8.00 lO'OO 12.00 14^00 16i00 18^00 20^00 22^00 24^00 26:00 28;00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745456.D Tue May 31 09:49:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_27_10\745457.D 

Operator : ASD 

Date Acquired : 28 Sep 2010 1:12 

Sample Name : BUPRENORPHINE STD 

Submitted by : SLD 

Vial Number : 57 

AcquisitionMeth: WSCRBEN 

Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio % 

17.329 

6579205 

100.00 

100.00 


745457.D Tue May 31 09:49:13 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\SYSTEM4\09 27 

10\745457.D 


Operator 

ASD 



Date Acquired 

28 Sep 2010 1:12 



Sample Name 

BUPREMORPHINE STD 



Submitted by 

SLD 



Vial Number 

57 



AcquisitionMeth 

^SCREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


17,33 C:\DATABASE\NIST98.L 

6,14“Ethenomorphinan-7-methanol, 17 052485-79-7 96 

6,14”Ethenornorphinan-7-methanol, 17 052485-79-7 91 

Anthiaergosta-5,7,9,22 -tetraene 1000213-42-2 45 


Abui^an^ 


80 


55 


60 i 


40 ^ 


Aw^of 17;144 to 17:527min.:T4'5457U{-). 


378 


j 20 

41 

84 

: 101 

1 0 
bi/z-> 

; i- 

^ ii;. 


352 

115 ^47161 181 197 2^6 243 263 282296310 ! 

' ' 4'o' 

isb s'b id 

lb' 120 ’ 'i4b ibb i’bo ' 2 bb 2 io 24b 2bo 2 bb' 3bo sio '340 "seb' 


410 


434 


392 


449 
i 467 

L,. 


Abundance 


#104561: 6,14-Ethenomorpbihan-7-^ , 1 7-(cyGlopropylmet 


378 


80: 


60 


40^ 


20 i 


55 


410 


84 

: 101 123 162 ^34198 


216 


243 


263 281 296 


352 : 

336 ^ ■ 392 


434 
; 449 


312 . 


467 


m/z-> 


40 6b 8b 100 120 140 160 180 200 220 240 ^0 280 300 320 340 360 380 4 00 420 440 460 J 
745457*D Tue May 31 09:49:15 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\SYSTEM4\09_27_10\745458.D 
ASD 

28 Sep 2010 1:46 

BLANK 
SLD 
2 

WSCREEN 

RTE 


Abundance 


...TfC:74545S:0' 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


745458.D Tue May 31 09:49:17 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_10\745459.D 

ASD 

28 Sep 2010 2:20 

BLANK 
SLD 
2 

WSCREEN 

RTE 


jAbunclance TrC:T454S97D 

350001 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745459.D Tue May 31 09:49:20 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_10\745460.D 

ASD 

28 Sep 2010 2:54 


SLD 

60 

WSCREEN 

RTE 


i 

I 

\ 1200000 * 
I 1000000 
800000 
600000 
I 400000 
200000 


2.93, 


4.47 


7.53 


6.89 


5.14 


9.87 


TfC: 745460:D 
17[.32 


00 4.0O 


6.0O 


8.00 10:00 12:00 14:00 16.00 18.00 20:00 22:00 24.00 26:00 28:00 


Ret. Time 

Area 

Area % 

Ratio 

2.235 

214681 

1.71 

2.78 

2.929 

193306 

1.54 

2.51 

3.934 

191580 

1.53 

2.48 

4.466 

179975 

1.44 

2.33 

5.142 

179015 

1.43 

2.32 

6.566 

582782 

4.65 

7.56 

6.889 

688047 

5.49 

8.92 

7.529 

1388078 

11.09 

18.00 

9.868 

1191689 

9.52 

15.45 

17.316 

7712405 

61.59 

100.00 


745460.D 


Tue May 31 09:49:23 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_27_10\745460.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by : SLD 

Vial Number : 60 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 



1 2.23 C:\DATABASE\NIST98.L 

2-Propanone, 1,3-dihydroxy- 000096-26-4 83 
1,5-Pentanediol 000111-29-5 36 
1-Propanol 000071-23-8 9 


TOundance ... Aveiage of 2 , 199 " 16 2!319 fnin. :'745"4'6irD (-) 

I 

I i 

I 80 I . 

I I 

60 



Abundance ..Y’TWpahone. 1,3-dihydf6xy- 



745460.D Tue May 31 09:49:23 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\SYSTEM4\09_27_10\745460.D 

ASD 

28 Sep 2010 2:54 


SLD 

60 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

2.93 

C:\DATABASE\NIST98.L 





D-Limonene 

005989-27-5 

98 



D-Limonene 

005989-27-5 

96 



D-Limonene 

005989-27-5 

96 



;Abundance 


80' 


63 


#i'f402"0:'D-Lfmonene 


60 


40 


20 ; 




Oi. 


41 


53 


63 , 


25 30 


...... . 

ii 40 45 50 55 60 65 70 


93 


79 

I I 

84 

75 ' 80 85 


89 ii 


107 


121 


197 103 ^ 


I 111 115 


125129 


136 


9b bS 160 165 110 115 120 125 130 135 140 


745460,D Tue May 31 09:49:24 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09__27_10\745460.D 

Operator : ASD 

Date Acquired : 28 Sep 2010 2:54 

Sample Name : 

Submitted by : SLD 

Vial Number : 60 

AcquisitionMeth; WSCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 3.93 C:\DATABASE\NIST98.L 

2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 64 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 62 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 46 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\SYSTEM4\09 27 

10\745460.D 


Operator 

ASD 



Date Acquired 

28 Sep 2010 2:54 



Sample Name 




Submitted by 

SLD 



Vial Number 

60 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality; 90 


C:\DATABASE\PMW T0X2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


4.47 C:\DATABASE\NIST98.L 

Silane, ethoxytrimethyl- 001825-62-3 38 
Hexyl isovalerate 010632-13-0 28 
Disulfide, propyl 1-(propylthio)eth 069078-86-0 25 


i^bundahce 


801 


601 


40 ^ 


31 

i 


43 


Average of4.442 16 4.484 nriin.: 745460.0 (-) 


61 


57 


20 

27 I 

39/ 

i 47 53 1 , 

70 

! 

[ 

98 

! 


niH 

i 

i Ij M; 74 

1 89 

1 oS 

r , IT . J h 1 ' 


1 , - j j i j ■ ^ 





85 


103 


115 


126 


131 


)nn /z-> 


26 3b b5 40 45 50' 55 60 65 70 75 80 85 9'0 95 100 105 110 115 120 125 130 135 


Abundance 


80: 




103 


601 


40; 


20: 


31 




45 




59 


N 


75 


87 


117 


25 30 3'5 40 45 50 55 60 6'5 70 75 80 85 90 95 100 106 110 115 120 125 130 135 


745460.D 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_IO\745460.D 

ASD 

28 Sep 2010 2:54 


SLD 

60 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.14 C:\DATABASE\NIST98.L 

cis-2,4-DimethyIthiane 
Sulfide, sec-butyl isopropyl 
Azete, 2,3-dihydro-4-phenyl- 


061568-43-2 15 
022438-36-4 10 
033720-74-0 10 


Abundance 


80 


Average ofS'.ITB to 5^6 min.: 

103 1^9 


45 


60 

40 

20 

0 

Abundance 

80 

60 i 

I 

401 

i 
[ 

201 

Ot.-:. 

)n/Z“> ^ 

745460.D 


31 


39! 
i I 


-|h! V. Mb f 


60 


159 


52 


73 


I li: IN 


85 97 


79 


:91 


115 


! N! 

i 


yi|i35 


145 

\ 


30 40 50 60 70 80 90 100 110 120 130 l40 160 160 170 


139 

130 190 


WF62H: cis-^,4-Dirnelh'yltfiiane 
115 


55 


81 


130 


69 


101 


j 

61 



I 

1 

! 

\ 

il 

75 




! 

N i i 

. il: 

I I 

87 

I : ; 

i! i \i 

i i ; i 

I [ 

' e'o 7b’ 80 ’ 'g'o i6i 

D * 110 


l6o 170 


190 i 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\SYSTEM4\09_27_10\745460.D 

ASD 

28 Sep 2010 2:54 


SLD 

60 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

6 

6.57 

C:\DATABASE\NIST98.L 





Mannitol 

000069-65-8 

90 



Sorbitol 

000050-70-4 

86 



Glucitol 

026566-34-7 

83 


Abundance 


80 


60 


43 


401 


\ 31 
! 


20 


l i * 


. MIL 51,,, .. ^ = 

! 0 ,VTVIVr-r> I'.Vp ' : ,VTVrTT-rr.-‘rrrrr-ri-. ; r.-p-^-r, , rrn-, : . , : . : p-,-n^rr . ^ tx : i : i 

30 40 50 60 70 80 90 100 liO 120 l 30 140 150 160 170 l 60 ito 200 2 i 0 220 230 240 250 260 270 260 I 


73 


61 


85 


Averap'of"6.380'to'6:572“min.:74"54B"0.O (-) 


103 


115 


133 


iWr. 


147 


207 


281 i 


Abundance 


73 


4907: WannHol 


80 j 


60 ; 


40 ] 


201 


0^ 


61 


43 


53i| : 


103 


85 I 

f I 

I, 93 ii 1''5i24 


133 


146 


182 


Wz-> 30 4 b 50 6 b' 70 8 b 9 b 100 110 l 20 130 ’l 40 150 150 170 180 l 9 o 200 210 2^0 230 240 260 200 270 280 i 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_27_10\745460.D 

Operator : ASD 

Date Acquired : 28^Sep2010 2:54 

Sample Name : 

Submitted by : SLD 

Vial Number : 60 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 










































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_10\745460.D 

ASD 

28 Sep 2010 2:54 


SLD 

60 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


7.53 C:\DATABASE\NIST98.L 
Octadecanoic acid 
Octadecanoic acid 
Octadecanoic acid 


000057-11-4 96 
000057-11-4 96 
000057-11-4 95 


JAbundarice 


43 


Awage b77:5a51oT:6'55l™7454^^ 


73 


80 


60 


40 


20 


57 


20 


5m/z-> 


O', 


76 qTiq' 12 Q 1^0 lie' lio' 160 ‘ lfo 10 O 1^0 260 210 2^0 230 240 250 2^0 270 28 o" 
. # 6590 : OctadecanbTc acid. 


129 


83 


44. iV 


a 


97 

i 


115 






185 


143 171 

157 


241 


284 ! 


199 


213 227 


255 




267 


I 


^Abundance 


4:3 


80 ' 


60 J 


60 

I 

; i 
i 


73 


401 29 


20 i 


;m/z-> 




129 


Mi 83 
HI I i 97 


115 


10?!. 


284 


185 


241 


143 157 


199 213 227 


255 


265 


34 " 40' 50 6'd ' 70 '' 80 ' 90 'lOO ito 'l 20*130 'l40 15o' 160 170 180 190 260 21 o' 220 230 240 250 260 2^0 ' 28 O ' ' ; 


745460.D Tue May 31 09:49:30 2011 


Page 9 


Folk OIG PRR 048655 


































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_10\745460.D 

ASD 

28 Sep 2010 2:54 


JLI 
60 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


C:\DATABASE\NIST98.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Mcirphinan-6-one, 4,5“epoxy-3,14-dih 000465-65-6 78 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 70 
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RT 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_10\745460.D 

ASD 

28 Sep 2010 2 : 54 


SLD 

60 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


10 17.32 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 96 
6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 50 
1,2,8 ,9-Dibenzpentacene 000227-09-8 38 


Sundance 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_10\745461.D 

ASD 

28 Sep 2010 3;29 

BLANK 
SLD 
2 

WSCREEN 

RTE 


Abundance 
35000 
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30000 i; 

25000il 
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20000 ! 


I 15000] 
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100001 


5000 ; 


TRJ:T45W1:[J 




lTime-> 2.00 4.00 6.50 8.00 loloo’ iz'oo 14:ob laoo leloo 20]oo' 22:00 24.00 26:00 28.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745461.D Tue May 31 09:49:36 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_27_i0\745471.D 

ASD 

28 Sep 2010 9 :10 

BLANK 
SLD 
2 

WSCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745471.D Tue May 31 09:49:42 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q3-2010\SYSTEM4\09_2 7_10\74 5472 .D 
ASD 

28 Sep 2010 9:44 

BUPRENORPHINE STD 
SLD 
57 

WSCREEN 

RTE 


Abundance 
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TrC-745472:D 


17j.33 
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Ret. Time 
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17.330 

7955465 

100.00 

100.00 


745472.D 


Tue May 31 09:49:45 2011 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\09_27_10\745472.D 

ASD 

28 Sep 2010 9:44 

BUPRENORPHINE STD 
SLD 
57 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


17.33 C:\DATABASE\NIST98.L 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 96 

6.14- Ethenomorphinan“7-methanol, 17 052485-79-7 95 

10-Methoxycamptothecin 019685-10-0 50 
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